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Rae Solid Jaw 
Stationary Base Vises 


Rae Vises have Special Steel Jaws with 
Deep Corrugations Securely Welded to a 
Heavy Semi-Steel Body. Replaceable Malle- 
able Nut. 


Width Jaws Weight 
Jaws, Open, Each 


No. Inches Inches lbs. Each 

103 3 4 22 $32.70 
103% 3% 5 27 37.45 
104% 4% 6% 53 52.30 
105 5 1% 72 66.60 
106 6 10 130 130.35 





Rae Solid Jaw Swivel Base 


Width Jaws Weight 
Jaws, Open, Each 
No. Inches Inches Ibs. Each 
203% 3% 5 37 $49.20 
204% 4% 6% 65 66.55 


